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TREASURY DEPARTMENT, 


WASHINGTON, D.C, March 13th.1889- 


Mr. De M. Fox, 
Supt.U.S.Mint, 
Philadelphia Pae 
Sirs 
In reply to your letter of the 8th instant,! have to ad- 
vise you that the contract for erection of the vault in the Court 
of the building under your custody was approved by the Ae eee Sec- 
retary of the Treasury February 15the,and notification of said 
award sent to Messrs.Farrel & Company February 16the1889-< 
It would be inconvenient to send you copies of the specifica- 
tion and plans,but you can see the copies in the possession of Mr. 
Faurest,Superintendent of Construction,and he will no doubt explain 
every thing connected therewith. i 
I,of course,leave it entirely to your discretion and responsi- 
bility as to what method you may take in admitting Messrs.Farrel & 
Co's workmen into the building to perform their contract. I would, 
however,suggest that you confer with Mr.Faurest in regard thereto. 
Respectfully yours, 


Corer 
Supervising Architect. 
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NARA RG104, Entry 1, Box 156 


[Abstract:] Approved, contract for erection of built in court of Mint... 


B. 
MJ. 


Treasury Department, 

Office of the Supervising Architect, 
Washington, D.C., 

March 13, 1889 


Mr. D.M. Fox, 
Supt. U.S. Mint, 
Philadelphia, Pa. 


Sir: 


In reply to your letter of the 8th instant, I have to advise you that the contract for erection 
of the vault in the Court of the building under your custody was approved by the Acting 
Secretary of the Treasury February 15, and notification of said award sent to Messrs. Farrel & 
Company February 16th, 1889. 


It would be inconvenient to send you copies of the specification and plans, but you can 
see the copies in the possession of Mr. Faurest, Superintendent of Construction, and he will no 
doubt explain every thing connected therewith. 


I, of course, leave it entirely to your discretion and responsibility as to what method you 
may take in admitting Messrs. Farrel & Co’s workmen into the building to perform their 
contract. I would, however, suggest that you confer with Mr. Faurest in regard thereto. 


Respectfully yours, 
Wm. A. Freret 
Supervising Architect. 


